PHILIP MORRIS 

U.S.A. 

P.O. BOX 26603, RICHMOND, VIRGINIA 23261 TELEPHONE (804) 274-2000 

August 18, 1999 

Mr. William Daigle 
Tobacco Institute Testing Laboratory 
2 Taft Court, Suite 201 
Rockville, Maryland 20850 

Dear Mr. Daigle: 


Results for the Twenty-third Interlab Comparison Study are summarized below. The samples were 
analyzed for tar, nicotine, and CO using PTC methodology on a Filtrona SM400 smoking machine. 
All tar, TPM, nicotine, water, puff count and CO data are based on twenty ports of smoking. Sample 
Cl, for CO, is based on 16 ports due to an analyzer problem. 
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Tar (mg/cigt) 

1.280 

4.985 

9.084 

11.926 

15.533 

19.713 

15.441 

Standard Deviation 

0.130 

0.280 

0.409 

0.315 

0.427 

0.706 

0.555 

TPM (mg/cigt) 

1.519 

5.724 

10.800 

14.845 

19.947 

24.149 

19,732 

Standard Deviation 

0.130 

0.271 

0.456 

0.552 

0.574 

0.965 

0.885 

Nicotine (mg/cigt) 

0.120 

0.457 

0.587 

0.912 

1.109 


1.036 

Standard Deviation 

0,013 

0.018 

0.019 

0.039 

0.037 

0.082 

0.037 

Water (mg/cigt) 

0.119 

0.282 

1.130 

2.007 


3.015 

3.255 

Standard Deviation 

0.100 

0.092 

0.136 

0.302 
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Puffs / cigt 

6.610 

8.315 

7.375 

9.080 

8.360 

9.135 

7.590 

Standard Deviation 

0.205 



0.219 

0.293 

0.213 

0.238 

CO (mg/cigt) 

1.781 

8.462 

10.879 

12.633 

14.772 

18.469 

15.936 

Standard Deviation 

0.136 

0.626 

0.512 

0.786 

0.552 

1.008 

0.687 


Please feel free to contact me if you have any questions or concerns pertaining to this study. 


Sincerely, 



/Carolyn l(/ Hendrick 
Product Testing Laboratory 
(804) 274-4551 


Attachments 

cc: M.E. Counts B. B. Strang 

R. H. Cox Central Files 

W. L. Mokarry PTL Files 

K. F. Podraza 
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PM3000880792 


Source: https://www.industrydocuments.ucsf.edu/docs/rhyk0001 





























































































